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THE FYRO-PLACE, A COMPLETE FORM FOF 
THROUGH YOUR HOME AND TO 


INSTALL A 


ro-Place 


and the cheery glow of an open fire will mean greater living 
comfort, more even temperatures as well as savings in fuel costs. 


is a scientifically designed steel form around 
which almost any style or design of fireplace 
can be built. It assures smokeless operation 
and circulates heat through your home. It 
saves masons time and materials, often off- 
setting its cost. 
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Warmth from an gpen fire, wasted up a chim- 
ney or absorbed by massive masonry in an 
ordinary fireplace, is circulated by the Fyro- 
Place throughout your room and even to 
- adjoining rooms. 


ee 


Insist on a circulating fireplace when you buy, 
build, or remodel. In addition to contributing 
beauty and good cheer, your fireplace can pro- 
vide abundant warm air for chilly spring or 


A 


YOUR FIREPLACE .. 
ASSURE SMOKELESS 


fall days — supplementary: heat for severe 
cold weather . . . emergency heat if the gas or 
oil supply fails (as in thousands of homes dur- 
ing the winter of ’47-48). 

The cut-away illustration at the left shows 
how the Fyro-Place warms the air taken from 
the floor level (basement or outdoors) and 
circulates it back into the room. Air passages 
can be constructed to carry warm air to adja- 
cent or second floor rooms, if desired. 

Any style of mantel — any type of masonry 
— can be used. 


Nearly twenty years ago, our engineers origi- 
nated and pioneered the accepted standard 
design of Fireplace Air Circulating Heater. 
Improvements have been developed out of 
these years of experience in replace engineer- 
ing and manufacturing, and these new feat- 
ures are now available to you in the FYRO- 
PLACE as covered in the 4 points below (at 
right). 


No risk as in usual all-masonry construction. One 
piece firebox and down draft shelf are made of 
3/16” boiler plate. Smoke dome is scientifically de- 
signed. Firebox, smoke dome, damper — everything 
but the chimney and surrounding masonry — are in 
the Fyro-Place. Its correct design and construction 
eliminates failure due to guess work or the human 
element. 


_-TO GIRCULATE HEAT 
OPERATION 


1 Increases volume of warm air, simplifies construction of 
* air passages due to larger air outlets — no obstructions. 


2 Improves draft due to stream-lined firebox and smoke 
* dome — no obstructions — free passage of smoke. 


3 No troubles with damper — tight fitting, no warm air 
® leakage when fire is not operating — simple slide control, 
one-piece handle, poker operated. 


4 Insulating and expansion cushion is provided by rock 
* wool blanket supplied with each Fyro-Place. 
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FYRO-PLACE in position 
ready for masonry 


Homes in the North 


Save weeks of costly furnace oper- 
ation during cool spring and autumn 
weather; supplement furnace. heat 
during most severe cold with the 


Fyro-Place will prove adequate to 
heat many southern homes saving the 
cost of a central heating system. 


Mountain or Lakeside Cottages 


The Fyro-Place permits more year- 
around use of your camp or cabin— 
adds the utility of circulating heat to 
the atmosphere of an open fire. 


Basement Recreation Rooms 


Warm, dry circulating air from the 
Fyro-Place makes a livable area of 
your basement. 


Fyro-Place. 


LOUVER TYPE GRILLES 
Louver type grilles fitted to metal housings for setting in masonry allow the maximum 
flow of air, yet conceal the interior of the air duct. Four sizes are available, prime coated 
and ready to finish as desired. SPECIFICATIONS 
Catalog No. 19 Louver type Grille size 7%. x9." Duct size 6 x 8” 


" 90 ” ” ” " Vr x 9Y," ” ”" 8x8” 
” ” 91 ” ” ” 9. 6Y5 x 134%” ” * 512” 
” "99 ” ” ” ” OW x fo Ee ” " 8x10” 


Grilles can be set in either a horizontal or vertical position. 

When using multiple warm air outlets to heat different rooms, grilles can be provided 
with shutters to direct the heat. 

CAUTION: One set of grilles must be open at all times to provide circulation through 
the unit. 


GRILLES WITH ELECTRIC FANS 


A greatly increased circulation of air through the Fyro-Place can be obtained by install- 
ing fans in the intake openings. For this purpose the Louver type grilles listed below are 
complete with motor and electrical connections for use on 110 v. 60 cycle current. 


SPECIFICATIONS 
Catalog No. 19F Louver type Grille size 7% x92” Duct size 6 x 8” 


” ” 90F ” ” ’ " OW, x9Vn" ” * 8x 8” 
” ” O1F ” ” ” bye VS” " 5x12” 
” ” 99F ” ” ” "9% xl" ” ”™ 8x10” 


CRANE FOR YOUR FIREPLACE 


A popular accessory for imparting an atmosphere of colonial days or for actual use in 
cooking over an open fire, the crane is supplied with self-threading screws for easy 
installation. 
SPECIFICATIONS 
Catalog No. 128 Fireplace Crane for #28 and #31 


” ” 135 mn o, 3 #35 and #39 
Poke ” 144 ” sa! sf #44 and #50 


OTHER ACCESSORIES 


For your convenience in ordering, the following parts can be fur- 
nished to complete the installation of your Fyro-Place: 

Straight Iron Support 

Arched Iron Support (same radius as Fyro-Place) 

Ash Dump to install in the floor of the firebox 

Cleanout Door for removing ashes from the chimney ash pit 


SPECIFICATIONS FOR ORDERING YOUR FYRO-PLACE 
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MANUFACTURED BY SOLD BY 


FIREPLACE HEATER 


PRIC & TANK CORP. 


corrricHt 1947 BUFFALO 7, N. Y. 


litho in U.S. A. 


